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BELLEVUE, OHIO. 
Barbers and Barber Shops (Regulation Board of Health Adopted Mar. 20, 1912.) 

Section 1. Every barber or other person in charge of any barber shop shall keep 
said barber shop at all times in a cleanly and sanitary condition. 

Sec. 2. No person shall use any barber shop as a sleeping room or dormitory. 

Sec. 3. Every barber or other person in charge of any barber shop shall supply 
running hot and cold water and shall use hot water tanks for no other purpose than 
that of heating water. 

Sec. 4. Every barber or other person in charge of any barber shop shall sterilize all 
mugs, shaving brushes, razors, needles, clippers, shears, forceps, and other metal 
instruments in an approved manner, after every separate use thereof. 

Sec. 5. Every barber or other person in charge of any barber shop shall use a sepa- 
rate and clean towel for every customer and shall, while serving said customer, wear 
a washable apron or coat. 

Sec. 6. Every barber or other person in charge of any barber shop shall use alum 
or other material to stop the flow of blood, in powered or liquid form only. 

Sec. 7. No barber or other person in charge of any barber shop shall use sponges 
or powder puffs. 

Sec. 8. Every barber or other person in charge of any barber shop shall cleanse his 
hands immediately before serving each customer. 

Sec. 9. Every barber or other person in charge of any barber shop shall post a copy 
of this title in a conspicuous place in said barber shop. 

Sec. 10. No barber or other, person in charge of any barber shop shall shave cus- 
tomers when the surface to be shaven is inflamed or broken out or contains pus, unless 
such person be provided with a cup and lather brush for his individual use. 

Sec. 11. No barber or other person in charge of any barber shop shall undertake 
to treat any disease of the skin. 

Sec. 12. No person suffering from venereal disease or other communicable disease 
shall act as a barber. 

CINCINNATI, OHIO. 
Milk— Production, Care, and Sale. 

DAIRY STABLES AND PASTURAGE (REGULATION BOARD OP HEALTH ADOPTED 

JULY 17, 1912). 

It shall be unlawful for any milk dealer to send or bring into the city, or have in 
his possession, milk from cows that are not kept in well-ventilated stables, or which 
are in a cramped condition, or which are kept in stalls less than 3 feet in width per 
cow, or which are confined in a stable or shed in which hot distillery or starch waste 
is used as feed. 

The board of health, whenever it may deem necessary, shall cause to be vacated any 
stable or stables, or other places where cows are kept for the production of milk or its 
by-products to be used for sale in such city which shall, on inspection by said health 
officer or his assistants, be found to be unfit for the purposes of a dairy, or not plenti- 
fully supplied with wholesome water. No person shall offer, or have for sale, in the 
city of Cincinnati, any milk from cows that have not been put upon and had the use 
of good wholesome and sufficient pasturage at least 12 hours in every 24 hours during 
the months of May, June, July, August, September, and October of each year, and 
during the remaining months of the year the cows shall be exercised in a lot or grounds 
sufficient for that purpose at least 4 hours in every 24 hours when the weather will 
permit. 
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The board of health may revoke the permit of any milk dealer for violation of the 
laws, ordinances, or regulations of the board concerning dairies, milk, milk dealers, or 
dairy products. 

MILK WAGONS TO BEAR NAME OF OWNER (REGULATION BOARD OF HEALTH ADOPTED 

JULY 17, 1912). 

Every person offering milk for sale from a wagon shall be required to have painted 
on both sides ef said wagon, in a conspicuous place, the name in full of the owner 
thereof, the number of his permit, and the exact location of his dairy, with street and 
number in full; or, if located on a road, pike, or unnumbered street, the name of same 
in full; and all in letters not less than 2 inches in size, under penalty of being fined 
not less than $10 nor more than $50, or being imprisoned not more than 60 days, or 
both. 

NAMES OF DAIRYMEN TO BE POSTED BY THOSE OFFERING MILK FOR SALE (REGULATION 
BOARD OF HEALTH ADOPTED JULY 17, 1912). 

All grocers, bakers, and other persons having or offering for sale milk shall at all 
times keep the name or names of the dairymen, from whom the milk on sale was 
obtained, posted up in a conspicuous place wherever such milk may be sold or kept 
for sale. 

VENDORS OF MILK TO OBTAIN PERMITS (REGULATION BOARD OF HEALTH ADOPTED JULY 

24, 1912). 

Each and every person, firm, or corporation vending milk in the city of Cincinnati, 
unless said milk is sold to be drunk upon the premises where sold, is required to 
obtain a permit therefor annually from the health officer of the city of Cincinnati. 
Such permit shall be revocable at any time by the board of health. 

No such permit shall be issued until after an examination has been made as to the 
sanitary condition of the place where such milk is sold, and of the dairy or milk depot 
from which said milk has been obtained, and a certificate has been filed with the health 
department to the effect that the care and treatment of such milk and the sanitary 
condition of the place where such milk is sold and of the dairy or milk depot from 
which said milk is obtained are such as tc- insure the delivery of no impure, adul- 
terated, unwholesome milk or milk liable to carry disease. 

SKIMMED MILK OFFERED FOR SALE TO BE KEPT IN PAINTED AND LABELED CONTAINERS 
(REGULATION BOARD OF HEALTH ADOPTED JULY 24, 1912). 

No dealer in milk, and no servant or agent of such dealer, shall sell, exchange, or 
deliver, or have in his custody or possession with intent to sell, exchange, or deliver, 
milk from which the cream or any part thereof has been removed, unless the cans or 
other receptacles containing such milk shall have the entire outside thereof painted 
a bright red and kept so painted at all times while in use for such purpose. 

Par. 2. Such cans or other receptacles shall also have painted on the outside 
thereof, not less than 6 inches from the top of such cans or other receptacles, the words 
"skimmed milk" in plain black letters not less than 3 inches in height and 1 inch 
in width on two sides thereof. 

Par. 3. Provided, however, that these regulations shall not apply to skimmed 
milk sold in bottles. In such cases the words "skimmed milk" shall be printed, 
stamped, or painted clearly and legibly on the cap closing such bottles. 
52 
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MILK CONTAINERS TO BE SECURELY CAPPED, SEALED, OR TIGHTLY COVERED 
(REGULATION BOARD OP HEALTH ADOPTED JULY 24, 1912). 

No person or dealer in milk, and no servant or agent of such a dealer in milk, except 
such as may sell for consumption upon the premises where sold, shall give, furnish, 
soil, offer for sale, or deliver any milk, skimmed milk, buttermilk, sour milk, whey, or 
cream in quantities of less than 1 gallon unless the same be kept, offered for sale, 
exposed for sale, sold, or delivered in sanitary transparent glass bottles, or such other 
receptacles of a similar character as may be approved by this board, the same to be 
sealed with a suitable cap or stopper. 

The said bottles or other receptacles shall be sealed immediately after the filling of 
same, which filling and sealing shall only be done in a milk house or creamery, the sani. 
tary condition of which has been approved by this board. 

Par. 2. No person, dealer, servant, or agent of such a dealer shall give, furnish, sell, 
offer for sale, or deliver any milk, skimmed milk, buttermilk, sour milk, whey, cream, 
or other milk product in quantities exceeding 1 gallon, unless the can or receptacle 
containing the same is securely sealed by lock and chain, wire, or other contrivance 
equally efficient: Provided, however, That the persons or dealers engaged exclusively 
in the wholesale delivery or sale of milk, skimmed milk, buttermilk, sour milk, 
whey, cream, or other milk product from wagons not carrying milk in bottles, may 
deliver the same from unsealed, but tightly covered, cans or receptacles, the covers 
of which must not be perforated : And provided further, That said wagon or wagons 
shall have upon both sides, inscribed conspicuously in plain letters not less than 3 
inches in height, the words "wholesale delivery." 

Par. 3. No person shall transfer any milk from one can, bottle, or receptacle into 
another can, bottle, or receptacle on any street, alley, or thoroughfare, or upon a 
delivery wagon or other vehicle, or in any exposed place in the city of Cincinnati, 
except in a milk house or creamery, the sanitary condition of which has been 
approved by this board. 

Par. 4. No person shall remove from any dwelling, in which exists any case of com- 
municable disease, any bottles or other receptacles which have been or which are to 
be used for containing or storing milk, skimmed milk, buttermilk^ sour milk, whey, 
cream, or other milk product, except with permission of the board of health. 

SALE OP MILK ABOVE 50° P. PROHIBITED (REGULATION BOARD OP HEALTH ADOPTED 

JULY 24, 1912). 

No person shall, within the city of Cincinnati, sell, exchange, deliver, or otherwise 
dispose of for human food any milk the temperature of which is above 50° F. 

Par. 2. All milk the temperature of which shall be found on examination or test to 
be above 50° F. shall be confiscated, forfeited, and immediately destroyed by or under 
the direction of the health officer or food inspector. 

MILK CONTAINING SEDIMENT TO BE CONFISCATED (REGULATION BOARD OP HEALTH 

ADOPTED JULY 24, 1912). 

All milk showing a perceptible sediment in the receptacle in which the same is con- 
tained shall, by the health officer, or his assistants and inspectors, be confiscated or 
denatured. 
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STABLES FOB MILK COWS — REGULATION OF (REGULATION BOARD OF HEALTH ADOPTED 

JULY 24, 1912). 

All bams used for the stabling or housing of milk cows shall be of a size sufficient to 
provide not less than 500 cubic feet of air space for each cow. 

(b) All such barns used for the stabling or housing of milk cows must be ventilated 
and supplied with fresh air direct from the outside of the building, by vents having 
an area of at least 90 square inches for each 10 cows. 

(c) All barns used for the stabling or housing of milk cows shall be equipped with 
windows having clear glass area equal to 4 square feet for each cow. 

(d) All roofs over dairy barns and appurtenances must be maintained in a water- 
tight condition. 

(«) The feed and grain room must not be directly connected with the cow stable, 
unless the same be separated by means of a solid air-tight partition and self-closing 
doors. 

(/) In no case shall a hayloft, feed or grain room be constructed or permitted to be 
used over a barn or stable in which milk cows are stabled or housed, unless the floors 
of said loft, feed or grain room be made of two thicknesses of tongued and grooved 
flooring boards, with one thickness of best building paper between the thicknesses of 
the floor, or constructed of such other material as may be approved by the board of 
health. 

(g) The boiler room shall not be directly connected with the barn in which cows are 
housed or stabled. 

(h) The barn used for housing and stabling of milk cows shall not be used for housing 
or stabling of any animals other than milk cows. 

Milk houses. — All dairies must be provided with a milk and bottling room, preferably 
detached and in a separate building, and at least 12 feet distant from the barn in 
which cows are stabled or housed. 

Provided, however, that said milk and bottling rooms may be semidetached when 
separated from the barn in which cows are stabled or housed by a receiving room, 
which shall have a floor area of at least 144 square feet and a height of 8 feet in the 
clear, and shall have outside window surface equal to one-seventh of the floor area. 
The door opening between the stable and receiving room shall be equipped with 
self-closing door or doors. 

(6) All receiving milk and bottling rooms shall bave a smoothly cemented floor, 
properly drained and cement wainscot around all walls at least 4 feet high. 

All other exposed wall and ceiling surfaces shall be of matched and dressed boards, 
painted with two coats of best oil and lead paint, or constructed in such other manner 
and of material as may be approved by the board of health. 

(c) All milk and bottling rooms shall be equipped with a sanitary tray in two com- 
partments, with fresh-water supply and waste connection, a sterilized bottle filler 
and racks for bottles or cans. 

Wash rooms. — All dairy barns shall be equipped with at least one sanitary washstand 
with hot and cold water supply and adequate drainage. 

Manure pits.— All pits or vaults used for the deposit of manure shall be located at 
least 50 feet distant from any of the buildings provided for herein. 

Employees. — Persons affected with tuberculosis or any other communicable disease 
shall not, knowingly, be employed in or about any dairy premises or in handling the 
of milk or any other dairy product. 

Cows. — All cows shall be kept clean; the hair on flanks, and immediately over the 
spine to a point above the front shoulders, shall be clipped and kept short. 
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SALE OF MILK PRODUCT'S MADE FROM THE MILK OP SLOP-PED COWS PROHIBITED. 
(REGULATION BOARD OP HEALTH ADOPTED JULY 24, 1912). 

No person by himself or by his servant or agent, or as the servant or agent of any 
other person, shall give, furnish, sell, offer for sale, or deliver any butter, cheese, or 
other milk or dairy product made from milk taken from cows fed either in whole or 
in part on wet distillery waste, starch waste, or any substance or mixture to which 
wet distillery waste or starch waste has been added. 

COVERED MILK PAILS REQUIRED (REGULATION BOARD OP HEALTH ADOPTED JULY 24,. 

1912). 

It is hereby ordered that the use of uncovered milking pails, meaning thereby less 
than seven-eighths covering for the top surface be, and the same is hereby, declared 
unlawful. 

And it is further ordered that the use of such uncovered milking pails be punishable 
and punished according to law. 

SLOP PEEDING OP MILCH COWS PROHIBITED (REGULATION BOARD OP HEALTH ADOPTED 

JULY 24, 1912). 

No person or dealer in milk, and no servant or agent of such dealer in milk, shall 
give, furnish, sell, offer for sale, exchange, or deliver any milk, skimmed milk, butter- 
milk, sour milk, whey, or cream from cows fed either in whole or in part on wet dis- 
tillery waste, starch waste, or any substance or mixture to which wet distillery waste 
or starch waste has been added. 

Par. 2. Upon it appearing to the satisfaction of the board of health that any person 
has violated the above regulation, his permit to vend milk shall be revoked. 

MILK COWS TO BE CERTIFIED AS FREE PROM TUBERCULOSIS AND OTHER DISEASES, 
(REGULATION BOARD OP HEALTH ADOPTED JULY 24, 1912). 

All dairymen selling milk in this city shall furnish this board with a certificate 
from a licensed veterinarian, showing that the cows furnishing milk, brought within 
the city limits to be sold or otherwise disposed of for human food, are free from tuber- 
culosis or other dangerous diseases. 

PASTEURIZATION OR TUBERCULIN TESTING REQUIRED (REGULATION BOARD OP HEALTH 
ADOPTED SEPTEMBER 11, 1912). 

It shall be unlawful for any person, firm, or corporation to sell, offer to sell, or 
have in his possession for the purpose of selling or giving to any person, or persons, 
in the city of Cincinnati, county of Hamilton, State of Ohio, milk or cream which 
has not been pasteurized as hereinafter required. 

Par. 2. Milk and cream shall be deemed pasteurized within the meaning of this 
regulation if the same shall have been heated to a temperature of not less than 140° 
P., and held at that temperature for not less than 30 minutes. The health officer 
of the board of health or his assistants shall be empowered to inspect the process of 
pasteurization, and the premises, apparatus, and conditions under which same is 
done. The pasteurization of milk or cream otherwise than according to the methods 
and processes approved by the city health officer shall not be deemed a compliance 
within the provisions of this regulation. 

Par. 3. The above described pasteurization shall be required in, all cases except 
where such milk and cream is obtained from dairies in which all of the animals have 
been proved free from tuberculosis by the tuberculin test and physical examinations, 
and have been branded and the tuberculous animals removed as hereinafter provided. 
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Par. 4. That all tuberculin testing be done under the direct supervision of the 
board of health and the same be performed only by a recognized veterinarian or State 
or Federal authorities; all test sheets to be forwarded immediately to the health officer 
of the city of Cincinnati for approval. 

Par. 5. Tested cattle to be branded by a burnt brand on the hoof or a tattoo on the- 
inner surface of the ear or a self-retaining button in the ear. 

Par. 6. All animals proved to be tuberculous by the tuberculin test to be immedi- 
ately removed from the herd and the premises properly disinfected, and no cattle are 
to be added to the herd until they have passed a satisfactory tuberculin test. 

Par. 7. No milk or its by-products of any cow showing clinical symptoms of tuber- 
culosis or other communicable diseases shall be sold as human food in any form in the- 
city of Cincinnati. (B. H. Reg. No. 72. Passed Sept. 11, 1912.) 

LOS ANGELES, CAL. 

Bathrooms and Water-closets Not to be Used for Other Than Toilet Purposes. 
(Ordinance Adopted May 1, 1912). 

Sec. 39. It shall be unlawful for any person, firm, or corporation owning, controlling, 
or having charge of any bathroom or water-closet room, to cause or permit any person 
to sleep in, or to prepare or eat any lunch or other meal in any such room, or to use 
any such room as a sitting room, cloak room, or eating room, or for any purpose other 
than toilet purposes. 

MANILA, P. I. 

Building Regulations— Size of Courtyards and Light Wells. (Ordinance No. 169, 

Enacted Apr. 2, 1912). 

Section 1. Section two hundred and twenty -nine of the revised ordinances, as 
amended by ordinance one hundred and thirty-nine, is hereby amended so as to 
read as follows: 

" Sec. 229. Measurement and size of courts, and so forth. — Courtyards and light wells 
shall be measured in the clear of all projections into them, with the exception of 
roof leaders, wall coping, sills, or fire escapes, not exceeding one and twenty-one 
hundredths meters in width. The minimum size of a court for a one-story building 
shall be six square meters; for a two-story building, nine square meters; for a three - 
story building, twelve square meters; and for a four-story building, twenty square 
meters. No court, courtyard, or light well shall be less than two meters in width 
for a one or two story building, nor less than three meters in width for a three or four 
story building; Provided, That where the first story of a building is used for business 
purposes only, the upper story or stories being for dwelling purposes, the space occu- 
pied by the first story may conform to the requirements prescribed for business 
buildings, except that no court or light well shall be less than that herein prescribed, 
but the upper stories must conform to the requirements for buildings used for [do- 
mestic purposes." 
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